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[Abstract:] In regard to watch and steel plate. 


The Mint of the United States, 
At Philadelphia, 
August 7, 1885 


Sir: 


I have to report that the steel plate, sealing the window of the silver vault under Cashier’s 
room, is now in place, and the vault secured from approach on the outside. 


I have also to report that the watch for Saturday and Sunday has, after much haggling, 
been satisfactorily arranged. 


Very Respectfully, 
M.H. Cobb 
Cash. 


Hon. D.M. Fox 
Superintendent 


